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I have known Mr, Tscherim m ]j+~ r * hr* a *— 11 f-O* 


Soobzokov for a period of 32 months. 

For the past 2 years he has 
been filling the post of Controller 
of Municipal labour employed on 
Municipal Engineering Works within 
the. City of Annan. 

His duties consisted of:- 

a- Daily inspect ion and checking 
of labourers on the various 
work sites, 

b- Preparing daily record sheets 
and reports. 

c- Preparing pay sheets for daily 
employed works staff and 
labourers every 2 weeks. 

d- Dealing with (%* \ ^aeries 
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c- *>®*uing wj-cn a; queries ^ - t . -. .vji , , i , ; i , 

relating t*> labour werite ■ }; f 

During his period of eervi ce * ^ ^ ****** 

he has been an efficient and hard . , , .* 0 , < » 1 ,, V .. 

worker’ and carried out these duties ^ J 

Tnos * satisfactorily, _ c, ^ J. 


rno3t satisfactorily. 

Bo is energetic f reliable and 
honest and I hare no hesitation of 
re corrme tiding him for any AdxrrLni st- 
rati ve position , of responsibility. 

HlB r resignation was accented 
due to his departure to the United 
States of America, as. an iirraigrant* 
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